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OBGAIHSATIOH AKD FUHCflOlB 


CJSIvTRAL 1MEEUJGEMCI AGENCY 


Rescissions: (l) 

( 3 ) 

(L) 

(?) 

(G) 


1. The organisation (Figure 1) and functions of the Central Intelligent* 
Agency and its components as presented in these Regulations isre established tie 


a governing directive for the Agency. 

2. Each Office head: 

a. Is resncttu&bla for, and has authority to carry out, the factions niecifieG 
for Ills in this publication. Except when prohibited f/csa so doing, ha may 
delegate to laambers of his staff appropriate portions of Ms reoponfsibilitiet 
together with proportionate authority for their fulfillment, but iuch action 
will not relieve him of direct overall responsibility for results. 
h. Shall coordinate his activities with other Office heads to the extent 


necessary for fulfillment of the overall Agency mission but will in ho 


instance assume responsibilities and functions assigned elsewhere* 

c. Will establish internal policies and procedures for the operation of his 
office in consonance with this and other Agency Regulations. 

d. Will prex>are, in conjunction with Idle Deputy Director ( Administration), 
detailed statements of functions for his principal subordinates to include 
branch or similar organizational level chiefs. 
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without prior- 


. of this document may be reproduced or distributed outside of CIA 
approval of the Director. 
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ALLEN ¥. DULLES 

Director of Central Intel! if snee 


25X1 



* Mr. Dulles has suggested in the past that the Office of General Counsel 
properly should be a part of the Office of the DCI. This would be consistent 
with general Government practice. On 16 March 1953 Mr. Houston suggested 
this comment accompany OGC signature. 
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